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ACTION NEA-IO 

INFO OCT-OI ISO-00 EB-07 /0I8W 

061210 

R301301ZDEC75 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC 4947 
INFO USDOC WASHDC 

UNCLAS TEHRAN 12549 

E.0.11652:N/A 
TAGS: BEXP IR 

SUBJ: AMERICAN MEDICORP PROJECT 

REE: TEHRAN 1 1449 

1. MEDICORP DELIVERED LETTER TO MINISTER OF HEALTH DECEMBER 
1 1 STATING THAT SUBSEQUENT TO MINISTRY'S PAYMENT OF $2.1 
MILLION FOR WORK ALREADY PERFORMED, EIRM WOULD BE WILLING 
TO ENTER INTO NEW AGREEMENT WITH MINISTRY FOR RESTURCTURING 
PROPOSAL TO CONSTRUCT 2,000 HOSPITAL BEDS. 

2. ENG. ASSAR, UNDERSECRETARY OF MINISTRY OF HEALTH AND 
PROJECT MANAGER, DISCUSSED LETTER WITH LOCAL MEDICORP 
REPS DECEMBER 23. ASSAR WANTED GUARANTEE THAT MEDICORP 
COULD COMPLETE PROJECT WITHIN BUDGET CEILING OF $60-70 
THOUSAND PER BED, BUT MEDICORP REPS FELT SUCH A "YES/NO" 
ANSWER WAS TOO SIMPLISTIC. ASSAR ACCEPTED MEDICORP POSITION, 
AND SAID MINISTRY'S ANSWER (PROBABLY AFFIRMATIVE) WOULD 

BE FORTHCOMING AROUND JANUARY 15. 
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